ELEKTOR ELECTRONICS 
CUMULATIVE INDEX 1996 


Notation: 
article title[ month — page number ] 
Example: 10 — 48 = October 1996, page 48. 


Application Notes 





Analogue compass sensor (4070) 10 — 44 
Battery monitor (SAA1501T) 5 — 50 
LM3420-xxx controller for Li-ion chargers 9 — 28 
Stereo digital volume control (CS3310) 4 — 46 
Waveform generator (MAX038) 7/8 — 48 
Audio/ Video 

20-bit A/D converter 12 — 44 
50-W a.f. amplifier 11 — 44 
Active filter type UAF42 12 — 89 
AF power limiter 9 — 38 
Copybit inverter 1—14 
Delay line 12 — 55 
Digital VU meter - 1 4 — 46 
Digital VU meter - 2 5 — 56 
Guitar-effects switch 12 — 12 
Headphones amplifier 11 — 32 
High-speed full-wave rectifier 12 — 81 
Hybrid headphones amplifier 2—57 
Loudspeaker protector 12 — 81 
Low-cost video fader 10 — 40 
Mini audio DAC upgrade 7/8 — 87 
Mini power amplifier 7/8 — 96 
Parametric equalizer 12 — 54 
Passive VU-meter 2 — 40 
Phase correction for low-pass filter 7/8 — 86 
Sampling rate converter 10 — 30 
SECAM-to-PAL converter 1— 24 
Silent volume control 12 — 77 
Single-chip a.f. power amplifier 7/8 — 51 
Sound pressure meter 12 — 79 
Subsonic filter 7/8 — 87 
Surround boxes 7/8 — 61 
Surround sound indicator 7/8 — 88 
Surround-sound loudspeaker 12 — 99 
Surround-sound subwoofer - 1 3 — 62 
Surround-sound subwoofer - 2 4 — 64 
Surround-sound subwoofer - 3 5 — 28 
Video fader 7/8 — 74 
Computers, Microprocessors, Software 

1995 Content on CD-ROM 10 — 46 
Alternative power-on reset 12 — 103 
Casio interface 12 — 73 
Centronics interface 4 — 28 
Centronics I/O port 12 — 82 
DCF77 time decoding software 7/8 — 92 
Economizer 12 — 73 
Electrically isolated 12C bus 12 — 97 
Electronics on-line: 

- demo software for electronic simulation 5—72 
- semiconductor suppliers 3 — 46 
- Parallax BASIC Stamp 9— 74 
- repair tips 11 — 64 
- test charts on the Internet 10 — 67 
- test and measurement equipment 12 — 69 
Faster MCS52 processor 12 — 62 
Flash EPROM communicator 7/8 — 84 
Flash EPROM programmer/emulator 6 — 32 
‘Green’ power for PCs 2—67 
Hands-on PLC programming - 1 1—7 
Hands-on PLC programming - 2 2 — 74 


Hands-on electronics - 1 11 — 26 


Hands-on electronics - 2 


12C interface for Centronics port 
Inexpensive AD/DA converter 

Infrared RS232 link (IrDA) 

Interface converter 

Joystick change-over 

Logic probe for EPROMs and RAMs 
Logic probe for 8031 

Keyboard swap for PCs 

MatchBox BASIC computer as data logger 
Microcap V (software for electronics) 
Mini Flash programmer (89C1051/2051) 
Mini sound card 

Multi-purpose Pascal I/O unit 

Null modem for Casio FX850/880P 

PC sound card as AF analyser - 1 

PC sound card as AF analyser - 2 
PIC-controlled RDS decoder 

RS232 data acquisition card 

RS232 interface for A-D converter ICL7106 
Serial I/O port 

SIMM tester 

ST62 programmer 

Watchdog for PCs 


Focus On 

Battery systems 

Digital video recorders 
Infrared data transmission 
New processors for PCs 

PC memory chips 

Satellite communications 
Software for circuit simulation 
Solar energy 


General I nterest 

12-V stroboscope 

32-kHz oscillator 

Auto mains switch 

Burglar deterrent lighting 
Capacitive proximity switch 

Car fuse tester 

Car lights monitor 

Chess clock 
Chronometer/counter 

Constant- phase sine/cosine filter 
Current inverter 

Current limiter with a 555 
Day-running lights 
D-bistable/inverter 

Dark-room timer 

Defect-fuse indicator 

Digital compass 

Digital max/min thermometer 
Economical LED 

General- purpose text display 
Houseplant buzzer 

Icy-roads warning 

Inexpensive emergency light 
Intelligent motor control for R/C models 
Lambda probe monitor 

Light barrier with TTL output 
Low-noise crystal oscillator 
Mains- operated flashing light 
Mains voltage cleaner 

Mains voltage monitor 
Microcontroller switching clock RTC56 
Mini metal detector 

Overheating alarm 

Personal RC5 infra-red remote control 
Polarity corrector 


12 — 38 
2— 10 
7/8 — 102 
11 — 58 
7/8 — 106 
7/8 — 69 
12 — 67 
12 — 95 
6 — 40 
9— 18 
4— 56 
10 — 10 
12 — 93 
10 — 73 
5 — 66 
3 — 40 
4 — 40 
3 — 32 
12 — 6 
9 — 56 
11 — 38 
2—18 
11 — 16 
7/8 — 98 
9 — 64 
6 — 46 
4 — 22 
11 — 10 
3— 18 
12 — 26 
10 — 56 
5 — 22 
7/8 — 90 
7/8 — 100 
12 — 98 
6 — 54 
12 — 94 
7/8 — 67 
12 — 111 
5— 14 
7/8 — 93 
7/8 — 105 
12 — 85 
12 — 90 
7/8 — 90 
7/8 — 86 
10 — 62 
12 — 77 
9 — 52 
9 — 60 
7/8 — 75 
7/8 — 103 
3— 14 
2—7 
7/8 — 101 
2 — 64 
7/8 — 94 
12 — 91 
12 — 89 
12 — 92 
12 — 102 
5 — 44 
2—53 
10 — 16 
7/8 — 97 
12 — 75 
7/8 — 106 


Pulse train to sine wave converter 
Radio failure protection for R/C models 
Recognizing the number 

Remote control by visible light 
Remote monitor for central heating systems 
Serial 3-wire control 

Shuttle track 

Signal-controlled switch | 
Signal-controlled switch || 

Simple stepper motor controller 
Solar charging regulator 
Sound-to-light unit 

Stop that barking! 

Stroboscope for motorcycles 
Smart-card reader 

Steam-engine noise generator 
Synchronous oscillators 

Telly- Guard 

Temperature monitor 

Thrifty crystal oven 

Thrifty LED flasher 

Thrifty mains-slave unit 
Triangular waveform generator 

as analogue-to-digital converter 
Touch switch with toggle 

U/f converter 

Up/down counter with XOR gates 
Water leak alarm 

Wave-sound generator 


Power Supplies & Battery Chargers 
15-V power supply 

Active power buffer 

Battery indicator LED 

Battery monitor 

Camcorder battery protector 
High-efficiency power supply 

A low-cost wind generator driven battery charger 
Low-noise voltage reference 

NiCd battery capacity tester 

NiCd battery discharger 

PC-controlled battery tester 

Power supply for hand-held rigs 
Precision battery capacity tester 
Primary-battery refresher 

Sample & hold for U2402B 
Symmetrical power supply 

U2402B battery charger 


Radio, TV and Communications 
23cm ATV preamplifier 

DCF77 time decoding software 

FM receiver in SMT 

P!C-controlled RDS decoder 
Satellite finder 

SECAM-to-PAL converter 

Standby unit for TV economy 
Two-IC medium-wave pocket radio 
Video test chart generator - 1 
Video test chart generator - 2 


Test & Measurement 

50-MHz dBm meter 

64-channel logic analyser 

ac millivolt adapter 

a.f. generator 

Capacitance comparator 
Comparator/DAC combinations solve 
data acquisition problems 
Continuity tester 

Display interface 


12 — 80 


12 — 72 
7/8 — 57 
12 — 32 
1— 59 
12 — 100 
7/8 — 73 
7/8 — 89 
7/8 — 99 
1 — 62 
7/8 — 36 
7/8 — 78 
6 — 12 
12 — 78 
1— 67 
11 — 66 
1 — 20 
1 — 64 
7/8 — 84 
10 — 20 
7/8 — 69 
12 — 101 
1 — 36 
7/8 — 91 
12 — 91 
7/8 — 85 
4— 18 
2 — 44 
7/8 — 98 
6 — 68 
12 — 66 
7/8 — 95 
7/8 — 88 
11 — 54 
1 — 56 
12 — 92 
7/8 — 101 
12 — 94 
2 — 60 
7/8 — 91 
7/8 — 72 
12 — 18 
7/8 — 89 
7/8 — 12 
4— 10 
6— 18 
7/8 — 92 
2 — 30 
3 — 32 
3 — 52 
1 — 24 
9 — 22 
7/8 — 99 
9— 12 
10 — 24 
7/8 — 66 
5 — 35 
12 — 63 
12 — 80 
12 — 74 
7/8 — 42 
7/8 — 54 
7/8 — 97 


DVM as phase meter 

Eight-bit logic analyser 
Electric-bulb tester 

EMI tester 

Frequency meter 

Grid dipper 

Harmonic distortion meter 
Harmonics generator 

Measuring capacitance 

Logic probe for buffer ICs 

PC sound card as AF analyser - 1 
PC sound card as AF analyser - 2 
Passive-component tester 

Power buffer for function generator 
Programmable amplifier 
Pulsimeter 

PWM signal generator 

SIMM tester 

Simple infrared detector 

Sound pressure meter 
Switched-capacitor audio filter 
Video test chart generator - 1 
Video test chart generator - 2 
Wobbulator 


Datasheets 
CS5390 
CXA1645P/M 
MAX641/642/643 
Mar-x 
MGF1302 
SAA3049P 
SPH-300TC 
TDA7330 
TOIM3232 
TSL245 
U2402B-C 


Corrections, Updates, Letters 
64-channel logic analyser 
68HC11 Processor Board 
68HC11 Processor Board 
PCM1710 redesign 

Digital VU meter - 2 

Keyboard swap for PCs 
Matchbox BASIC computer as data logger 
Oscilloscope prescaler 

PIC programmer 

Satellite finder 

SIMM tester 

U2402B battery charger 

Video test chart generator 


7/8 — 104 
1— 53 
10 — 52 
12 — 98 
7/8 — 68 
7/8 — 32 
7/8 — 24 
12 — 110 
2 — 48 
12 — 90 
3 — 40 
4 — 40 
1 — 76 
7/8 — 85 
7/8 — 100 
6 — 26 
2 — 62 
2—18 
9 — 36 
12 — 79 
3 — 24 
9— 12 
10 — 24 
12 — 68 
12 — 87 
10 — 69 
5 — 63 
3—57 
6 — 69 
9—75 
6 — 69 
3— 57 
11 — 69 
9— 75 
4— 51 
12 — 86 
4—59 
7/8 — 108 
4—59 
6 — 59 
12 — 86 
12 — 86 
12 — 86 
3 — 69 
6 — 59 
5 — 62, 12 — 86 
12 — 86 
12 — 86 


